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Synopsis 

Suzuki, Seisho (5337-1, Yano-cho, Aki-ku, Hiroshima-shi, Hiroshima 736, Japan) : 

An intersex of the harvestman Gagrellula ferruginea (Loman). Acta ArachnoL, 

29: 43-46 (1980). 

An intersexual individual of the harvestman Gagrellula ferruginea (Loman) 
was collected at Hayashida Spa, Kirishima, Kagoshima-ken on August 5, 1958 
by the author. The body size and the length of legs are intermediate between 
two sexes (see Table 1). Palpal tibiae and tarsi also display intermediate con¬ 
ditions (Figs. 9-11). Genitalia exhibit a blending of male and female characters 
(compare Figs. 5, 8 with Figs. 6-7). 

Blanc (1880), De Graaf (1882) ^ 
Blaszak (1968) Gagrellula ferruginea 
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Table 1. Measurements of body and legs in the anomalous individual 
and the two normal sexes of Gagrellula ferruginea. 



Normal male 

Intersex 

Normal female 

Cephalothorax L 

1.2 mm 

1.3 mm 

1.3 mm 

Cephalothorax W 

2.7 

2.7 

2.9 

Abdomen W 

2.6 

2.8 

3.2 

Total body L 

4.5 

4.8 

5.8 

Femur I 

5.7 

5.5 

5.2 

Femur II 

10.6 

10.6 

10.2 

Femur III 

5.5 

5.4 

5.0 

Femur IV 

8.3 

8.1 

8.0 

Leg I 

29.1 

27.3 

25.2 

Leg II 

52.8 

53.5 

46.0 

Leg III 

28.0 

27.1 

25.1 

Leg IV 

40.0 

36.9 

35.9 
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Figs. 1-5. Gagrellula ferruginea (Lomam). 1. Dorsal view of male. 2. Same 
view of female. 3. Dorsal and 4. lateral views of intersex. 5. Genitalia of intersex. 
(1-4. x6; 5. x55) 
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Figs. 6-11. Gagrellula ferruginea (Loman). 6. Ventral view of penis. 7. Same 
view of ovipositor. 8. Distal part of genitalia of intersex. 9-11. Ventral views of 
tibiae and tarsi of left palpi: 9. intersex, 10. male, 11. female. (6-7. x50;8i 
x80; 9-11. x32) 
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